Decatur  First  United  Methodist  Church,  organized 
in  1823,  is  the  oldest  Methodist  congregation  in 
Greater  Atlanta  and  the  third  largest  in  Georgia. 
Its  quiet  Georgian  sanctuary  was  completed  in 
1967  on  Decatur's  E.  Ponce  De  Leon  Avenue  and 
seats  1,100. 
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